LEVELS OF THE PLOT
Levels inside the Plot

1.       The ground levels should be high in the South and West.

2.       The ground levels in the North and East should be lowest in
the plot.

3.        Levels in the South - East and North-West should be more
or less equal.

4.        South - East and North- West levels should be higher than the
North - East, but lower than the South - West levels.

5.       North levels should be lower than South.

6.        East levels should be lower than West.

Levels outside the Plot

The same principle should be applied for outside levels of the plot.
Many a time it is thought that we need not take into consideration
outside levels, it is not true.

1.       East and North levels of the adjoining plot or road should be
low.

2.      Towards South and West of the plot hillocks or mounds are

good.

3.       Ponds, Tanks or Rivers in North or East or North-East of
the plot yield very good results.

4.       A high building built towards South or West or South- West
of our plot is good for our prosperity.

5.       Any pond or tank or well or valley or ditches etc, towards
South - West, outside the plot will give bad results.
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